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SIR WALTER HOTEL ~ 

The Sir Walter Hotel is located at the corner £ 
of Fayetteville and E. Davie Streets. It is a ^ 
modern hotel and has 400 rooms. 2 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 

4B-H1041 





R-9 —Sir Walter Hotel, Raleigh , N. C. 

















